i 


Approved For Release 2002/06/11 : CIA-RDP67B00820R0002001 3001 2-7 


AM-398 


DP£)_ 


Copy 


5^7 


Z 0 ^ - ! 


P. O. Box 2605 
Buffalo 26, New York 


June 5, 1962 


Dear Joe: 

Enclosed is our cost proposal for five vehicles and ten men as requested 

by | 


25X1 A 

It is my understanding that he will discuss these with you and that this 
order will be placed through you. 


Enclosure 




25X1 A 
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COST PROPOSAL 

m EQUIP AML SUPPORT 

5 VEHICLES AML 10 PEOPLE 

i 


JUNE 5, 1962 
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Selling 

trice: 





Quantity 

Total 

Vehicle Hardware Systems J 

(See Schedule A) 

$ 8,445*42 

T $ 

59 , 117.94 

full treasure- Suit 
m 501 00-1 (See Schedule 0} 

13,895.14 

20 

277,902.80 

Full treasure Suit Hardware 
(See Schedule B) 

| 

2,686.94 

20 

53,738.80 

Survival Kit m 503 00-1 

3,308-* 63 

8 

28,445.04 

Parachute Packs m 500 00-1 
(Bess 0a Back Fan) 

3,380*. 63 

3 V. 

" 15 

39*709.45 

Back Fan M 204 00-1 
(Emergency 0s) 

2,988*95 

15 

44,834.25 

indoctrination .program 



34,719*84 


TOTAL SELLlHG peici 


| 532,468.12 
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SCHEDUIi?; A 
TOSS iaWWABB 




Part Number 

Selling Price 
: . Baefe 

Quantity/ 

System 

Selling Price 
System 

1.1 

Oxygen Control Panel Assembly 

SB 203 00*1 

$ 1 , 215.63 

1 

$1,215.63 

1.2 

Disconnect Assembly Salt 
Ventilation 

m 208 00^3 

524.66 

1 

524.66 

1*3 

Bracket, Support, Vent 
Disconnect 

Mt 208 25-1 

53.07 

1 

53*07 

1.4 

Indicator, Oxygen Overboard 

IN 214 00-1 

87*90 

2 

175.80 

1.5 

Valve Assembly Filler 

SB 215 00-1 

145.64 

2 

291.28 

1.6 

Disconnect Assembly, 

Oxygen, Dual 

W 218 00-1 

931.63 

1 ' 

931*63 

1*7 

Qage, Dual Sigh Pressure 
( 0 - 2000 _ 

DN 222 02-1 

590.81 

i / 

590.81 

1.8 

Pressure Reducer 
& O® Cylinder Assembly 

Dii 240 00-1 

1*952*99 

2 

3*905.98 
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SCKEDOm A (Continued) 

' vmmm harbwaks 




.. fart, Bamwr- 

Selling Price 
Each i . 

Quantity/ 

. System 

Selling Price 
System 

1.8.1 

Valve Assembly Self 

Checking 

BN 213 00-1 

$ 185.76 

/ . , 

: 2 ' ' $ 

. 371.52 * ■ 

1*8*2 

Cylinder* High Pressure 

: W 225 00*1 

694.25 

2 

1,388.50 * 

1*8.3 

Pressure Reducer Assembly 

v m:$m q o^i ’ 

964,19 


1,928.38 * 

1*8*4 

Bracket, Support pressure: 
Reducer 

M 229 28-7 

49*41 

2 : ■■ 

98*82 * 

1.8.5 

Clamp 

DN 229 29-7 

20.82 

2 

41,64 * 

1.9 

Valve Assembly Suit 

HT 305 00*1 

144,24 

| ■/,: 

144*24 

1*10 

Switch* High Pressure 

EN 601 03-1 

306.16 

2 

612.32 


$ 8 * 445*42 


* Prices SoteS Are included In 1*8 Pressure Seducer & % Cylinder 
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SCB iW B ■ 

TO. PRESSURE SOW HARPKARE 

Selling Price Quantity Selling Price 




Part Number 

Each 

Sait 

.. m it 

3*1 

Duel Pressure Regulator 

m 202 00-1 

| 481.22 

1 

f 481.22 

3*2 ' ' 

Dual Suit Controller 

DM 201 00-1 

1,459-97 

1 

1,459.97 


Disconnect Assembly 
(Cent, to Helmet) 

DM $10 00-1 

101.80 

2 

203*60 

3*4 

Hose Assembly 

DM 223 00-1 

206.82 

- .2t\ 

206.82 

3.5 

Hose Assembly 

M 223 00-2 

201*37 


201.37 

3.6 

Exhalation Valve 

DM 212 00-1 

30.27 

1 

30*27 

3.7 

Controller Installation Kit 


103.69 

1 

103.% 


$ 2,686.94 


Approved For Release 2002/06/11 : CIA-RDP67B00820R0002001 3001 2-7 





